WASHINGTON  CATHEDRAL 
Mount  Saint  Alban,  Washington,  D. 
Bethlehem  Chapel 
Fall    flowers   are    massed    in    wire-covered  metal 
boxes  at  the  foot  of  the  gold  cross  which  is  three 
feet  high.  This  arrangement  is  especially  effective 
with   garden   flowers   throughout   the   spring  and 
summer  months. 
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